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Pig. 57. This boiler also was tubular, 17 feet 2 inches long. Engines 370 horse-power. It is here shown as it came from the maker. The grate-bars 9 feet; dead plate 9 inches. The area for the admission of the air was quite inadequate to the introduction of the necessary quantity. This boiler was. then altered as in Fig. 58.
Fig.  58.   This is the same large   steamer as in last number:   the  air-box  being introduced into the bridge ;